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NRO review(s) completed. 


COR 2 May 1969 HLT 
Ltr to Dr. John L. McLucas, D/NRO 14 0009969: 


Bee eee eae es 2 = 5 IAT, 
Availability of THOR and AGENA booSters was not covered; 
pacing item from payload end was camera system at Itek 


which wld require approx 18 to 20 month lead time. 


Last COR system (camera) on order then was for delivery 
May 1969. 
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